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-9202190577 Rev 0 to T-ENG-90-15, "Unit One Train A DCP 88-V1N0070 Sequencer
Functional Test." Supporting documentation encl.

HINES.D.W. Georgia Power Co. IIT05-031-90. 90/03/28. 113pp. 61009:153-
61009:265.

-9202190622 Rev 12 to Procedure 24614-1, "Safety Features Sequencer Train B
Analog Channel Operational Test & Channel Calibr." Supporting documentation encl.

*  Georgia Power Co. IIT05-002-064-90. 89/02/27. 391pp. 61001:043-61002:073.

-9202190624 Rev 0 to GE-HO-88002-00-001-C, "Continuing Training-RHR Mid-Loop
Operation."
BATE.G.R. Georgia Power Co. IIT05-020-90. 88/08/09. 8pp. 61007:217-61007:245.

-9202200361 Rev 8 to Procedure 91704-C, "Actions for Security During Radiological
Emergency." Supporting documentation encl.

*  Georgia Power Co. IIT05-002-085-90. 89/11/30. 35pp. 61002:321-61003:036.

-9202200450 Rev 2 to Procedure 70030-C, "Traffic & Parking Control."

*  Georgia Power Co. IIT05-002-115-90. 88/11/11. 3pp. 61003:156-61003:192.

-9202210412 Provides addl info on loss of DHR at PWRs w/partially drained
RCSs.Calculations indicate that loss of DHR during mid-loop operation two days after
reactor trip could result in incipient fuel damage in about 1 h.

ROSENTHAL.J.E. Office for Analysis & Evaluation of Operational Data, Director.
IIT05-215-90. 87/06/29. HODGES.M.W. Reactor Systems Branch (870411-890826).
11 pp. 61035:032-61035:060.

-9202210423 Discusses PRA results that appear to be of significant safety importance
re current exam of need for short term licensing actions following loss of RHR event
of 870410. Supporting documentation encl.

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Pre 860720). IIT05-
225-90. 88/04/04. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post
870411). 1,265pp. 61035:063-61038:247.

-9202210452 Rev 5 to 00260-C, "Hazardous Substance & Waste Control."
KITCHENS.W. Georgia Power Co.  IIT05-002-116-90. 89/10/24. 33pp. 61044:047-
61044:079.

-9202210459 "DHR Problems at US PWRs." Supporting documentation encl.
ORNSTEIN.H. Office for Analysis & Evaluation of Operational Data, Director. IIT05-
189-90. 85/12/31. 392pp. 61030:041-61031:072.

-9202210467 Transcript of 900419 incident investigation team interview of J Calvo in
Bethesda.MD.Pp 1-58.Supporting documentation encl.

CALVO.J. NRC - No Detailed Affiliation Given. IIT05-288-90. 90/04/19. 1,321pp.
61044:095-61047:335.

-9202210477 Rev 8T to 93240-C, "Reactor Vessel Assembly/Disassembly Instruc-
tions." Supporting documentation encl.

KITCHENS.W. Georgia Power Co. IIT05-277B-90. 90/03/08. 247pp. 61047:336-
61048:222,

-9202210488 Rev 5 to 93280-C, "Flux Thimble Withdrawal & Reinsertion For Refuel-
ing." Supporting documentation encl.
KITCHENS.W.   Georgia   Power  Co.
61049:222.

IIT05-326-90.   90/02/20.   360pp.   61048:223^

-9202240354 Rev 4 to VEGP-17036-1, "Annuciator Response Procedures for ALB 36
on EAB Panel." Supporting documentation encl.

*  Georgia Power Co. IIT05-277A-90. 89/12/06. 35pp. 61043:257-61044:046.

-9202240358 Transcript of interview of R Odom.G Mccarley & M Sheibani. Pp 1-
43.Supporting documentation also encl.W/four oversize drawings & two video cas-
sette tapes.

ODOM.R.   NRC  -  No  Detailed  Affiliation  Given.   IIT05-261-90.   90/Q4/17.  87pp.
61042:234-61042:322.

-9202240415 Informs that transcripts of telcon w/operations ctr re Vqgtle event on
900320 prepared by CASET Assocs.an independent contractor.Suppoftmg documen-
tation encl.                                                                                           '
WEISS,E.W. Division of Operational Assessment (Post 870413). IIT05-350-90. 90/Q5/
31. SIEGEL.C. NRC - No Detailed Affiliation Given. 53pp. 61050:126-6105,1:245.

9203180037 PNO-ll-92-015,informs of extensive local media coverage given to Dept of
Labor proceeding re complaint filed by A Mosbaugh. Former employee claims dis-
charge for raising nuclear safety concerns.
SPARKS.S. Region 2 (Post 820201). 92/03/11. 1p. 60935:082-60935:082.

9203240332 Amend 1  to Part 21  rept 159 re potential defect in power cylinder
liner. Initially   reported  on  92011 S.Caused   by  liner/   block  fit  &  localized  matl
microstructure.AII drawings & specs revised to address matl design requirements.
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 5pp. 61094:341-61094:345.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L  Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

9203310224 Special reption 920219,revealed that microchip failed on circuit card result-
ing in channels in upper reactor vessel being declared moperable.lnstallation will be
completed & inoperable channels will be restored to svc by 920415.
MCCOY.C.K. Georgia Power Co. 92/03/26. Document Control Branch (Document
Control Desk). 2pp. 61218:055-61218:056.

V. Operator Examinations

9203040330 Forwards Rev 7 to nuclear security training & qualification plan.Safeguards
categorization removed from plan for placement in PDR.

MCCOY.C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 3pp. 60814:097-60814:122.

-9203040333 Rev 7 to security training & qualification plan.

*  Georgia Power Co. 92/02/29. 23pp. 60814:100-60814:122.
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F. Security, medical, emergency & fire protection plans

9203050023 Forwards initial SALP repts 50-424/91-25 & 50-425/91-25 for 901001-
910928.Overall plant performance improved.

EBNETER.S.D. Region 2 (Post 820201). 91/11/25. HAIRSTON.W.G. Georgia Power
Co. 3pp. 60790:082-60790:112.

-9203050030 SALP repts 50-424/91-25 & 50-425/91-25 for 901001-910928. Overall
plant performance improved.

*  Region 2 (Post 820201). 91/11/25. 28pp. 60790:085-60790:112.

9203040330 Forwards Rev 7 to nuclear security training & qualification plan.Safeguards
categorization removed from plan for placement in PDR.

MCCOY.C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 3pp. 60814:097-60814:122.

-9203040333 Rev 7 to security training & qualification plan.

*  Georgia Power Co. 92/02/29. 23pp. 60814:100-60814:122.

9203060092 Forwards Rev 6 to Security Training & Qualification Plan.Rev withheld (ref
10CFR73.21).

*  Southern Nuclear Operating Co. 92/03/03. Document Control Branch (Document
Control Desk). 2pp. 60867:027-60867:028.

9203180240 Revised EPIPs.including  Rev 8 to procedure 91307-C,  "Contaminated
Injury" & Rev 14 to procedure 91704-C, "Actions for Security during Radiological
Emergency." W/920311 Itr.
SHIPMAN.W.B. Georgia Power Co. 92/03/11. 34pp. 60992:003-60992:036.

9203230211 Forwards scenario for 920519-20,annual emergency preparedness
exercise.W/o encl.

MCCOY.C.K. Georgia Power Co. 92/03/17. RANKIN.W.H. Region 2 (Post 820201).
2pp. 61077:128-61077:129.

9203260311 Advises that implementation plan provides basis for acceptable implemen-
tation of emergency response data sys at facility.

HOOD.D.S. Project Directorate H-3. 92/03/23. MCCOY.C.K. Georgia Power Co. 2pp.
61115:109-61115:110.

9203270263 EPIPs including.Rev 12 to EPIP 91001-C & Rev 12 to EPIP 91702-C.W/
920323 Itr.
SHIPMAN.W.B. Georgia Power Co. 92/03/23. 56pp. 61193:303-61193:360.

9203310236 Rev 14 to emergency plan.

*  Georgia Power Co. 92/03/31. 12pp. 61216:344-61216:355.

J. Insurance & Indemnity information

9203230327 Forwards summary rept of level & source of site property damage insur-
ance coverage as of 920401.

MCCOY.C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document
Control Desk). 2pp. 61071:291-61071:292.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203030223 Rev 2 to updated FSAR for Vogtle Electric Generating Plant. W/920228 Itr.
MCCOY.C.K. Georgia Power Co. 92/02/28. 400pp. 60829:233-60832:040.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036.

9203030361 Forwards SE re station blackout rule (SBO),10CFR50.63,NRC concurs w/
proposed 4 h SBO coping duration & concludes that SBO proposal for plant conforms
to SBO rule.subj to satisfactory resolution of certain items.SAIC-91/6686 encl.
HOOD.D.S. Project Directorate II-3. 92/02/20. HAIRSTON.W.G. Georgia Power Co.
5pp. 60772:207-60772:254.

^9203030365 SER accepting licensee responses & proposed method of dealing w/SBO
contingent upon receipt of confirmation from licensee within 30 days that recommen-
dations documented in SE will be Implemented.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 13pp.
60772:212-60772:224.

-.9109030074 Final Rept SAIC-9176686, "Technical Evaluation Electric Vogtle Electric
Generating Plant Units 1 & 2 Station Blackout Evaluation."

*  Science Applications International Corp. (formerly Science Applications, Inc.). NRC-
03-87-029. SAIC-91/6686. 91/06/22.  NRC -  No Detailed Affiliation Given. 30pp.
60772:225-60772:254.

9203040209 Discusses licensee appeal of LBP-91-21 & NRC response in Order CLI-92-
03.

CHILK.SJ. Office of the Secretary of the Commission. 92/02/27. TAYLOR.J.M. Ofc of
the Executive Director for Operations. 6pp. 60793:195-60793:200. generator
